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December 21, 1900 



UNITED STATES STEAM DISINFECTING BARGE SANATOR. 

Vessels disinfected 1 | Viveros disinfected 

OUTDOOR DEPARTMENT. 



Vessels inspected and entered 36 

Vessels inspected and cleared 25 

Immigrants inspected 2,547 



Incoming crews inspected 1,229 

Out-going crews inspected 918 

Incoming passengers inspected 4,174 



Inspection of immigrants at Havana during the week ended December 8, 1900. 

Havana, Cuba, December 8, 1900. 
Sir : I herewith submit report of alien steerage passengers at this 
port during the week ended December 8, 1900 : 



Date. 


Vessel. 


Where from. 


No. of 
immi- 
grants. 
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2,547 











Bespectfully, A. H. Glennan, 

Surgeon, U. 8. M. H. 8., 
Chief Quarantine Officer of the Island of Cuba. 
The Surgeon-General, 

U. 8. Marine- Hospital Service. 

Report of immigrants inspected at the port of Havana, Cuba, during the 

month of October, 1900. 

Total number of immigrants inspected, 3,753 ; number passed, 3,731 ; 
number certified for deportation on account of dangerous contagious or 
loathsome diseases, or for other physical causes, 22. 

Disposition of immigrants certified for deportation. — Number cases pend- 
ing at beginning of month, none; number cases certified for deporta- 
tion during month, 22; total to be accounted for, 22; number cases 
deported, 1 ; number cases admitted, 21 ; number cases pending at close 
of month, none. 

A. H. Glennan, 
Surgeon, U. S. M. H. 8., 
Chief Quarantine Officer of the Island of Cuba. 
The Surgeon- General, 

U. 8. Marine-Hospital Service. 



